Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 

Message Text 

UNCLASSIFIED 

PAGE 01 STATE 126490 
ORIGIN EB-07 

INFO OCT-01 EUR-12 ISO-00 FEA-01 /021 R 

DRAFTED BY EB/ORF/ESE:WCRAMSAY:KG 
APPROVED BY EB/ORF/FSE:RRMARTIN 

020540Z 031725/17 

R012223Z JUN 77 
FM SECSTATE WASHDC 
TO AMEMBASSY BONN 

UNCLAS STATE 126490 

E.O. 11652: N/A 

TAGS: ENRG 

SUBJECT: GERMAN STATUS REPORT ON NUCLEAR ENERGY 

1 . EEA REQUESTS A COPY OP THE APRIL EDITION OP 
"ATOMWIRTSCHAFT" (REF BONN 6754). PLEASE FORWARD TO 
LAWRENCE HELLER, INTERNATIONAL 

ENERGY APFAIRS, FEDERAL ENERGY ADMINISTRATION, ONE COPY 
OF SUBJECT REPORT. HABIB 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 -Jan-1 994 12:00:00 am 
Channei indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: NUCLEAR ENERGY, REPORTS, PUBLICATIONS PROCUREMENT 

Control Number: n/a 
Copy: SINGLE 

Sent Date: 01-Jun-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977STATE1 26490 

Document Source: CORE 

Document Unique ID: 00 

Drafter: WCRAMSAY:KG 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D7701 96-0275 

Format: TEL 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t1 977061 01 /aaaadkjp.tel 

Line Count: 36 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: 1bd60773-c288-dd11-92da-001cc4696bcc 
Office: ORIGIN EB 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 13-0ct-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 1998125 
Secure: OPEN 
Status: NATIVE 

Subject: GERMAN STATUS REPORT ON NUCLEAR ENERGY 
TAGS: ENRG, US, (HELLER, LAWRENCE) 

To: BONN 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/1 bd60773-c288-dd1 1 -92da-001 cc4696bcc 
Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
22 May 2009 
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